Laffoon, Susan 
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To: 
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Cox, Richard H. 

Wednesday, April 05, 2000 4:22 PM 
Counts, Mary Ellen; Laffoon, Susan 
Mass. Testing 


In a conversation with Geoffrey Wayne of the Mass Tobacco Control, he agreed to substitute Cambridge Lt 100 SP for 
Cambridge 100 F SP Lowest in the 15 additional brands fortesting. Good luck with the testing. 
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